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FOR 


lo REQUEST APPROVAL BY I OCTOBER 1962 TO START WORK 
ON FOURTH LENS SYSTEM I»C c SHELL AND TWO CONNECTOR AT ESTIMATED 

THIS COVERS LABOR ONLY 


COST OF 
ON HAND 


MATERIAL IS ALREADY 



25X1 A 


25X1 A 


2* THIS WILL PROVIDES 

A) A SPARE SET OF CRITICAL OPTICAL ELEMENTS FOR 
ANY OF FIRST THREE SYSTEMS 

B> A CONTINUATION RATHER THAN INTERRUPTION OF FLOW 
OF GLASS THROUGH CRITICAL AREAS OF OUR OPTICAL SHOP 

C> A JUMP ON SYSTEM NO 4 IF SPARES FOR FIRST THREE 
BECOME UNNECCESSARY 

RECOMMEND APPROVAL AS OPTICS HAVE PROVEN SATIS- 
FACTORY ON UNIT NO i 


END OF MESSAGE 
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GROUP I 

EXCLUDED FROM AUTOMATIC 
DOWNGRADING AND 
CFICATION 






